'Q . 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 


BILL NO 


• S-76-12-^/ 




SPECIAL ORDINANCE NO. S- 


AN ORDINANCE approving blanket 
purchase order for materials for 
the Water Maintenance & Service Depart¬ 
ment. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF 
FORT WAYNE, INDIANA: 

SECTION 1. That the contract dated November 1, 1976, 
between the City of Fort Wayne, by and through its Mayor and 
the Board of Public Works and Cooper Distributing, City Utilities 
Purchase Order No. B-8371, for a blanket order for 75 Fire 
Hydrants, all for a maximum cost of $282.15/ea to be charged 
against Water Utility as the supplies are needed, which said 
purchase order is on file in the Office of the Department of 
Purchasing and is by reference incorporated herein, made a 
part hereof and is hereby in all things ratified, confirmed and 
approved. 

SECTION 2. This Ordinance shall be in full force 
and effect from and after its passage and approval by the Mayor. 



WtJOVFD AS TO FORM 
ANDUEGALiiY,_____ 













Read the first time in full and on motion by ^ seconded by 

_, and duly adopted, read the second time by title and referred 

to the Committee on ( _(.and the City Plan Commission for 


the day 


recom mendation^ and PublUi HeaiMrip - in im h. l . i nf tn v Hnn poHoo the Council 

Cha mbers, Cit ^ ^ - C u unl^/ B uilding, rort Wayne, Indiana, on 
of - - ,-1970, at - 


DATE 


: /X-//-7 C 


CITY CLERK 

Read the third time in full and on motion by __ 

seconded by V _, and duly adopted, placed on its passage. 

PASSED by the following vote: 

NAYS ABSTAINED ABSENT TO-WIT: 



AYES 

TOTAL VOTES 

1 (M 

BURNS 


HINGA 


HUNTER 


MOSES 


NUCKOLS 


SCHMIDT, D. 

SCHIMDT, V. 


STIER 


TALARICO 


DATE: 







CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 

(ZeNIN€i^^ ^^| j^E NERA.L ^.. ( AmEX ATI O N) C SPECIAL) C SPPSUP RIATION) 

ORDIN ^ No on the day of , 1976. 

f SEAL) 




PRK^ING OFFICER 

“to the Mayor of the City of Fort Wayne, Indiana, on the 
day of _ . _ , 1976, at th#hour oi//- o'clock*^ M.,E.S.1\ 

^ ^ yr - 


CITY CLERK 


a 

Approved and signed by me this ^ _^day of 




_, 1976, 





































































































Bill No. S-76-12-31 


. cm UTILITIES 


We, your Committee on _ 


REPORT OF THE COMilTTEE ON , 

City Utilities _ to whom was referred an Ordinance 


approving blanket. Purchase order for materials for the 

Water Maintenance' & Service Department 



-CHATvLIS VA W^TDHAN, GITy CLK*f 








































Memorandum 

jp H.P. VJehrenberq - Board o£ Works _Dal* Nov, 1, 19 7 6 

Pfon, Ruth Winget, Purchasing Dept. ___ 


Sublect 


COPIES TO: 


Bid Ref. 


#402 


75 Fire Hydrants 


B. Drew 
J.F. Morreale 


Ilerev/ith are bid documents (Did #402) relating to Purchase 
Order #B-8371 which is prepared favoring Cooper Distributing 
for 75 Fire Hydrants for Water Maint. & Service. 


Cooper Distr. 
Waterous Hfg. 
Kennedy Valve 
Traverse City 
Treaty Co. 

" " Alt. 
Clov/ Corp. 


Waterous WB-67 
VJaterous WB-6 7 
Kennedy KlOB 
Traverse H-l-M 
Mueller A-419 
Centurion A423 
Clow Ebbv F2640 


282.15/ea. 
283.50/ea. 
296.70/ea. 
309.00/ea. 
311.42/ea. 
294.10/ea. 
475.00/ea. 


$21,161.25 

21.262.50 

22.252.50 
23,175.00 

23.356.50 
22,057.50 
35,625.00 


Eight (8) vendors were invited to bid. Only six (6) returned. 
Cooper Distributing being the lowest. 

Attached are the following documents in support of the 
recommendation for acceptance of Cooper Distributing. 

1. Copy of tab Sheet 

2. Cooper Distributing Bid 

3. Copy of Purchase Order 

4. Copy of bid mailing list 

It is urged that in referring this ±>id to the City Council 
for enactment of an ordinance, that all of the attached 
items, together with this memorandum (or copies), be 
included v/ith the proposed ordinance. 


Please make sure that no confirming Purchase Order Number 
is given to Cooper Distributing until evidence of Council 
approval is furnished to the Purchasing Department. 




7 - /7 













_LCU. - 

, / 

75 - Fire Hydrants 

' X^ie^e^rr. f-cA 



Kennedy Valve Mfg. 

!tA'r~--r^-c(-l^ /C/£^ t 3 

^ - 



Traverse City Iron 

‘yti^ 3 o 

Cc'^ 

J09' ^-o 6 /d> 



Tri state Plumbinq 




Treaty Co. ' 

7 ^lu£.^Z^^ 4 -^/f 

,) • 


/}/A 

Watterous Hfg. Co. 

CV f 3 '^7 

_ fot-zW 

ii-i-A- 


Cooper Distr. Co. 

c;. rt^ 3 o 

2 82, /jT 

6,, 00 

•Sb»tj., 33 ^ ^ 
_ yy-.^ 

U ^ 


/ 

Water Works Supplies 




Clow Corp. 

0. 

3 2 ^ T'O 

^73.8>o 7 

*C^. 

> 7 - 


^ ' . 













































BIO REF. 402 

DATE Ont.. 1 R . 1 0 7fi 

VENDORS NAME 4 ADDRESS 

CARDS MAILED 

BIDS PICKED UP 

BIDS MAILED 


Kennedy Valve Mfg, C< 
1021 E. Water St. 
Elmira, New York 

• 


10/18/76 


Traverse City Iron W< 
Traverse City, Mich. 

rks 

49684 


10/18/76 


Tri-State Plumbing 
1120 Taylor St. 

10-18-76 

10-22-76 



Treaty Co. 

4020 Wells St. 

10-18-76 

iO-25-76 



Watterous Mfg. Co. 

80 E. Fillmore Ave. 
St. Paul, Minn. 



10-18-76 


Cooper Distributing C 
3205 N. Wells St. 

o. 

10-18-76 

10-22-76 



Water Works Supplies 
P.O. nox29100 
Cumberland, Ind. 



10-18-76 


Clow Corp. 


10-20-76 








































©DW (Q)[F [F(D[^¥ mmmiE 

CITY ^TSLITIES 


DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE .INDIANA 4680f 


r 


n 


L 


Cooper Distributing 
3205 N. Vjells St. 
Fort Wayne, Indiana 


46808 


J 


ORIGINAI ' ' ' J 


ORIGINAL 

PURCHASE ORDER NO. B Q Q 1 j 


7 ^ 


DAT g Nov, 


Tnis number must appear on each pacV 
age, packing slip, invoice, bill of lading 
express receipt and correspondence. 

1, 1976 


SHIP TO — 

Water Maint. & Service Dept, 
415 E. Wallace St. 

Fort Wayne, Indiana 46802 


MAIL ALL INV0K;E,^,T0,- 

GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 

INVOICE IN DUPLICATE. INCLUDING 
-CERTIFICATION AS REQUIRED BY 
INDIANA ■ STATE- BOARD OF ACCOUNTS 




















J*. 01 . u '•\J ii.' Ml V ‘V* ^A. A i''^ J 

DEPAKTMSNT OF PURCHASES 

Number One Main St,, Ft. Wayne, Ind. 

INVITATION 


46802 


QtioUUoM, irub^ot to a» eondiUon. on tl» rnr.rw h.r,o/. ur* r«ju*»Ud on th« Jolloiflna U»t of 
mstwini*, KWliU**, oqnljsco,ot or norrlc*, for th* d»i>»rtm«nt u m«n«oo«<l. \>lth d.llvory to dwtUnatlon 
A3 nhOTm l>»low. QnoUUoni »W 1 Inelud. >11 chnraw for dgllvary. pncVim, eta . Addrt— your rmly m 
indic&lMi b«iOW.* 


Page- 

Ref. No.- 

Date-— 


II rmllM 


A.C. Lord 423- 7037 DEPARTMENT OF PURCHASES 

corrM{>ond«ac*, «t«. to Att. tti —-— . " 

Room 470 , Number One Main St., Ft. Way^e^^ Ind, 46802 


REQUIRED FOR DELIVERY TO:" 


Department Water Maint. a Service Dept, 

or Division- j.ace.st. - 


402 


Date wanted . 


Fund 

Appropriation No. 


Address . 


Fort Wayne, Indiana 


iAuure»a . . . —-- 

RETURN ORIGINAL TO THE CITY — RETAIN DUPLICATE COPY FOR YOUR FILE 
Closing 
Time of Bida 


Friday, October 29th, 1976 at 10:30 A.M. 


le oi.iJias-—----—--—-- 

TAXES: THE CITY IS EXEMPT PTtOM FEDERAL EXCISE AND INDIANA STATE SALES TAX TOT ^IT^SINDIAI^ ^LS3 

CroXIFI^ra^MBEB M NO. MM8. PRICES SHOULD NOT INCLUDE THESE TAXEa S« "In.trneUon. to Bidd.r. No. 10 on rorm.. h.t«f for iMni 

TAX EXEMPT (Unless otherwise indicated) 


KUtarlolr, 3.ppU««. EqnlpaK 


Fire Hydrants - Specifications Attached. 


Estimated usage for Jan. thru June of 1977 - 75 hydran 


The enclosed non-collusion affidavit must be properly 
executed and returned as part of your bid. 


We require a guaranteed firm price for the period Jan. 
thru June of 1977, and delivery to our yard within 30 
days notification of release. This will not be a one 
time purchase. It is anticipated that-.release quantit 
will be 25 to 30 hydrants per release. 


Your parts list, with discounts, must accompany your 
bid. 


A blanket purchase order will be issued to the success 
full company, after necessary Councilmanic Approval, 
and the hydrants are to be delivered only upon issuanc 
of departmental purchase orders. 


Bid Bond required 0 
Tei^ms 


performance Bond 


Jnitruction lt*m N*. H on rrr»«« ild* b*r<K>f. 


PROPOSAL OR BID 


* DppMit* Cfieh iUm. / ... - « e.j*_ri*«^ 


tim* trvm CUkt« o* cwmjf. to XWrUlJIkO luij.or mn its WW V* eeiiuer. .uvee --— . 

or all of the items or completion of services indicated shall be made within—days from receipt of o' ^er *^ 
IMPORTANT ^ 

— ■ —I ^ 

1 ' ( The^reaty Company .... 




Box UO 


JL 


J 


() r<i«f ivli tu ji O hio 























































DRAND NAME; 


CATALOG NO. 


Kennedy 

American - Darling 
Traverse City 
V/aterous 
Mueller 


K-lOB 
B-62B 
II-l-M 
WB-6 7 


nuexier “ ^ 

Muxu::^ - A-4^-2 


ESTIMATED USAGE 


Hydrant Traffic Type 5' 6" Bury.“'■fH®-'. MW.? 

Add or Deduct for each 6" variation in trench depth.^ 

Percentage of discount from included parts list... — 

/icTTTliMfcm-J.- ^^2,3 GwrUUOd^ 











-68 ji. ii^ %J ^4) Jt vviik.Jii.'Mill 

DEPARTOiENT OF PXJRCHASES 
Number One Main St,, Ft, Wayne, Ind, 46802 
INVITATION 


OnotaitloM, aubj^et to th* eondiUoni on tb« rvrsrao b«rtoI. mo roquMtoil on tho following U«t of 
motorlido, ouopUoo, aqn]ptn,«t or DonrloM, for tho dopMtment M BJontlonod, vlth doUvorr to dwtlnotlou 
03 nhtnm holnw. Qoototlono oholl Inclodo oil e'aMscM for dgUvor y, pMV lna, eta . Addrooo your reply oo 


(dl rrolloo 


A.C. Lord 423-7037 


DEPARTMENT OF PURCHASES 

Room 470^ Number One Main St,, Ft, Wayne, Ind, 46802 


IISQUIRBD FOB DSLIVBaY TO: 


Department ’IJater Maint. S Service Dept, 

or Division— 


: 415' L.'Wallace-'s't".—' 

Fort V7ayne, Indiana 


Page- 

Ref. No._ 

Date-:— 


Date wanted . 


Fund 

Appropriation No. _ 


RETURN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 
Closing Friday, October 29th, 1976 at 10:30 A.M. 


TAXES: THE CITY 13 EXEMPT FROM FEDERAL EXCISE AND INDIANA STATE SALIM TAX. THE CmrS INDIANA SALES TAX EXEMPTION 
CERTIFICATE NUMBER IS NO. S450B. PRICES SHOULD NOT INCLUDE THESE TAXEa S« 'ToBtntetions to Bidden'* No. 10 on nrono h«r«of for doUlU. 

TAXEXEMPT (Unless otherwise indicated) 


MatnrUd*. SnppUM, E^nipm* 


Fire Hydrants - Specifications Attached. 


Estimated usage for Jan. thru June of 1977 - 75 hydran^jis 


The enclosed non-collusion affidavit must be properly 
executed and returned as part of your bid. 






T7e require a guaranteed firm price for the period Jan. 
thru June of 1977, and delivery to our yard within 30 
days notification of release. This will not be a one 
time purchase. It is anticipated that release quantit 
will be 25 to 30 hydrants per release. 


Your parts list, with discounts, must accompany your 
bid. 


A blanket purchase order viill be issued to the successj- 
full company, after necessary Councilmanic Approval, 
and the hydrants are to be delivered only upon issuaneji 
of departmental purchase orders. 


Bid Bond required 


j cash discount if paid within— 


—days from delivery and acceptance of goods or completion of services. 


PROPOSAL OR BID 


In complljiM# with th. abor* Inpitation for and anbjwst to all condition, th.rtol, to; undwJrn»d ofl.™ and aj^, «>>• ,"*1^** ' 

t!m, from d»t, of clcin*. to foralah anr or alhdf th* lUraa or r,nd*r inch ••rrlcMi upon which prie*a ar* quotod. in acoordane* with to. »p*eifieaMo«i» appV/ini 
orlc* Mt oj>po.jta each itwn. 

Delivery of any or all of the items or completion of services indicated shall be made within—days from receipt 

jj^r* A* ^ “ d«ldlnK faster la to* award of aa ord*r. It 1* Inportaat 


raaaonahU 
and ak the 

of ordw"^ 


furniaii Ukt informAtion 
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FIRE HYDRANT SPECIFICATIONS 
Section I) - Fire Hydrants (Mains) 

Fire hydrants used in the construction of water mains shall 
be of the traffic type and shall be made in accordance with the 
latest revisions of the American Water Works Association Standards, 
designation C502J shall have a six (6) inch mechanical joint bell 
inlet at the base and all jointing accessories in accordance with 
Section A-4a of these standards; shall open by turning left 
(counter clockwise); shall have a minimum valve opening of five 

(5) inches; shall be equipped with 0-ring packing, one and one-half 
(1-1/2) inch pentagon operating nut, one four and one-half (4-1/2) 
inch pumper and two (2) two and one-half (2-1/2) inch hose connec- 
tions, all on the s-1 ane, and having National Standard Fire Hose 
threads of four (4) threads and seven and one-half (7-1/2) threads 
per inch, respectively; and a ground line flange and shall be 
painted Federal Yellow. 

The fire hydrant barrels shall be of sufficient length ao as 
to connect with the hydrant leg, attached to the water main, and 
so the ground line flange is not less than two (2) inches or more 
than six (6) inches above the finished grade of the adjacent area. 

Each fire hydrant shall be installed with a six (6) inch 
mechanical joint valve between it and the main to which it is 
connected. There shall be a twenty four (24) inch nipple of six 

(6) inch pipe betvfeen the valve and the hydrant. The following 
fire hydrants, or approved equals, are the only fire hydrants 
which will be accepted for use in connection with water main 


installations 



BRAND NAME; 


CATALOG NO. 


Page ^ of ^ 


Kennedy K-lOB 

American - Darling B-62B 

Traverse City II-l-M 

Mato rous WB-6 7 

Mueller A-419 

ESTIMATED USAGE - 75 

Hydrant Traffic Type 5' 6" Bury.. • 

Add or Deduct for each 6" variation in trench depth.$ (piCQ 

Percentage of discount from included parts list*•.••••••*••••« ^ ^ 











■<, \jM.JL A 'UW il’ Jl i% Jili 

DEPARTMENT OF PURCHASES 
Number One Main St., Ft, Wayne, Ind, 46802 
INVITATION 

QootaUodLi. Kubjoet to tbo condition* on tb* rvram b*r.af, nr* raquMUd on tb* following lUt of 
BonttrinU, cuppUac, oqu}ptn.nt or aarrioa*, for tb# daiMurtment u mantionad, with dalivary to dwtlpation 

f, pnuildng. ata . Addraa* your 'raplj m 


A.C. Lord 423-7037 


DEPARTMENT OF PURCHASES 
Room 470^ Number One Main St,, Ft, Wayne, Ind, 46802 


RSQUIBED FOR DELIVERY TO: 


Depa^ent water Maint. s Service 

or Division— 


- 4 - i - 5“ " E Wallace ' s t. — 

Fort Wayne, Indiana 


Page- 

Ref. No._ 

Date-— 


Date wanted . 


Fund 

Appropriation No. _ 


RETURN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 

Closing Friday, October 29th, 1976 at 10:30 A.M. 

Time of Bids_ LI __^___ 


TAX EXEMPT (Unless otherwise indicated) 


Fire Hydrants - Specifications Attached. 

Estimated usage for Jan. thru June of 1977 - 75 hydran 


The enclosed non-collusion affidavit must be properly 
executed and returned as part of your bid. 


VJe require a guaranteed firm price for the period Jan. 
thru June of 1977, and delivery to our yard within 30 ■ 
days notification of release. This will not be a one 
time purchase. It is anticipated that release quantit 
will be 25 to 30 hydrants per release. 


Your parts list, with discounts, must accompany your 
bid. 


A blanket purchase order v/ill be issued to the success 
full company, after necessary Councilmanic Approval, 
and the hydrants are to be delivered only upon issuance 
of departmental purchase orders. 


Bid Bond required 


_ Feitformanco Bond 


Sm Inirtruction item No. 19 on ryyer o ^ side b«r«of. 

.% cash discount if paid within_days from delivery and acceptance of goods or completion of services. 


PROPOSAL OR BID 


In comnliiuic* with tb, abov* laritation ftir bid. and nibiMt to ail condiUon. th,r*af, tb, und,r«lgn«) c3»n 
Iro, frrm claU of cloalng. to fwmUb anjr o» alhci tb, lt«n» or nnd,r .ucb .•rrlen upon •whlcb pritw, ar, quoUd, 

)rlc« atrt Dppoalt, each it«n. 

Delivery of any or all of the items or completion of services indicated shall be made within—days from receipt of order*^ 

ant fPS* ^ ^ * ^’'**“* award of aa onWr, U (a important that biddar* 

—j Sign H«i 


r 


iL^ 


Till, — 

\.sS:/X.,±L . 


'ilf/ll. 
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FIRE HYDRANT SPECIFICATIONS 
Section D - Fire Hydrants (Mains) 


Fire hydrants used in the construction of water mains shall 
be of the traffic type and shall be made in accordance with the 
latest revisions of the American V'/ater Works Association Standards, 
designation 0502) shall have a six (6) inch mechanical joint bell 
inlet at the base and all jointing accessories in accordance with 
Section A-4a of these standards; shall open by turning left 
(counter clockwise); shall have a minimum valve opening of five 

(5) inches; shall be equipped with 0-ring packing, one and one-half 
(1-1/2) inch pentagon operating nut, one four and one-half (4-1/2) 
inch pumper and two (2) two and one-half (2-1/2) inch hose connec¬ 
tions, all on the slane, and having National Standard Fire Hose 
threads of four (4) threads and seven and one-half (7-1/2) threads 
per inch, respectively; and a ground line flange and shall be 
painted Federal Yellow. 

The fire hydrant barrels shall be of sufficient length ao as 
to connect with the hydrant leg, attached to the water main, and 
so the ground line flange is not less than two (2) inches or more 
than six (6) inches above the finished grade of the adjacent area. 

Each fire hydrant shall be installed xirith a six (6) inch 
mechanical joint valve between it and the main to which it is 
connected. There shall be a twenty four (24) inch nipple of six 

(6) inch pipe between the valve and the hydrant. The following 
fire hydrants, or approved equals, are tlie only fire hydrants 
which will be accepted for use in connection with water main 


installations i 



Page ^ of ^ 


BRAND NAME: 

CATALOG 

Kennedy 

K-lOB 

American - Darling 

B-62B 

Traverse City 

II-l-M 

Vfatorous 

WB-6 7 

Mueller 

A-419 

ESTIMATED USAGE - 75 



Hydrant Traffic Type 5' 6" Bury...$ HlSt . Q Q 

Add or Deduct for each 6" variation in trench depth. <7tl~ 

Percentage of discount from included parts list* „ .i. — 

PiA/cAoyC p.FeJ 










DEPARTMENT OF PURCHASES 
One Main St., Ft, Wayne, Ind. 
INVITATION 


QnoUtkHu, to tho eondiUoa, on tho rrrer» h*r»ot, nr* roQUMUd on th» followlos U»t of 

rnaUrlid*. nucpUni, oqxilEicnwit or xanriow. for tli* dapnrtmant M monUonod, with dtlivorr to dwtlnntlon 
jj shown twtlow. QuoUtloni riinlt Inelod, >11 chnmii. for dollvary, i>aoldnst. eta . Addraa your raply m 


A.C. Lord 423-7037 DEPARTMENT OF PURCHASES 


Room 470, Number One Main St., Ft, Wayne, Ind, 46802 
RSQUIESD~FOS DElIVSRY TOr" .. 


Dep^ment . water Maint. & Service Dept, 

or Division— 


' Wallace bt. — 

Fort V7ayne, Indiana 


Page. 
Ref. No, — 
Date ^— 


Fund 

Appropriation No. 


RETURN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 
Closing^ __ Friday, October 29th, 1976 at 10:30 A.M. 


Time of Bids— 


TAX EXEMPT (Unless otherwise indicated) 


• b,rK>t for doUIU. 


Ctaantitr 

Volt 

Uatoriala. SappllM, Eqnlpount or SM-ritw* 





Fire Hydrants - Specifications Attached. 





Estimated usage for Jan. thru June of 1977 - 75 hydran 

'S 




The enclosed non-collusion affidavit must be properly 
executed and returned as part of your bid. 





V7e require a guaranteed firm price for the period Jan. 
thru June of 1977, and delivery to our yard within 30 
days notification of release. This will not be a one 

time ' purch ase. It is anticipated that re.lease quantit 

will be 25 to 30 hydrants per release. 

.es 




Your parts list, with discounts, must accompany your 
bid. 





A blanket purchase order v;ill be issued to the success 





full company, after necessary Councilmanic Approval, 
and the hydrants are to be delivered only upon issuanc 
of departmental purchase orders. 




Bid Bond required 0 - 


s Performance Bond B 


Sm ln»truetlon It.---- 

Tpt^anet % cash discount if paid within- 3 Q_days from delivery and acceptance of goods or completion of services. 


PROPOSAL OR BID 


In coniDliiuve* with th* abort InrltalJon for hldt and aubitet to all condltlona thtraof, 
thn, from dat, of elotinx. to fumtah onr or albof tha itwna 
prie* art oppoaito toeh Stan. 


... ___ undtraljrotd oSrini and ajrrtat. If thla bid b* rsoerpfcrd wltKli> a raoMnahU 

aueh atrrlera upon which pricta or* quotal. In oocordanc* with th* apaelilcatlofta opplrlne and at th* 

Delivery of any or all of the items or completion of services indicated shall be made w^Sin—^Says irscelpfc of order*^ 

rarpnTfTA'NrT KSS* A* dallrary ttacr b* a dwildlnit factor In th* award of oa ord*r. It 1* toaportant that bMdan 
JJYLrUItX 1 fumuh th.» la/ormation r*gu*rt*i aior*. 

-j Slon^ 

KQB.K5..,. 


r 
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FIRE IIYDRANI' SPECIFICATIONS 
Section D - Fire Hydrants (Mains) 


Fire hydrants used in the construction of water mains shall 
be of the traffic type and shall be made in accordance with the 
latest revisions of the American Water Works Association Standards, 
designation 0502) shall have a six (6) inch mechanical joint bell 
inlet at the base and all jointing accessories in accordance with 
Section A-4a of these standards; shall open by turning left 
(counter clockwise); shall have a minimum valve opening of five 

(5) inches; shall be equipped with 0-ring packing, one and one-half 
(1-1/2) inch pentagon operating nut, one four and one-half (4-1/2) 
inch pumper and two (2) two and one-half (2-1/2) inch hose connec¬ 
tions, all on the slane, and having National Standard Fire Hose 
threads of four (4) threads and seven and one-half (7-1/2) threads 
per inch, respectively; and a ground line flange and shall be 
painted Federal Yellow. 

The fire hydrant barrels shall be of sufficient length ao as 
to connect with the hydrant leg, attached to the water main, and 
so the ground line flange is not less than two (2) inches or more 
than six (6) inches above the finished grade of the adjacent area. 

Each fire hydrant shall be installed with a six (6) inch 
mechanical joint valve between it and the main to which it is 
connected. There shall be a twenty four (24) inch nipple of six 

(6) inch pipe between the valve and the hydrant. The following 
fire hydrants, or approved equals, are tlie only fire hydrants 
which will be accepted for use in connection with water main 


installations: 



Page ^ of ^ 


BRAND NAME; 

Kennedy 

American - Darling 
Traverse City 
Watorous 
Mueller 

ESTIMATED USAGE - 75 


CATALOG NO. 

K-lOB 

B-62B 

II-l-M TVG 

WB-67 

A-419 


Hydrant Traffic Type 5 
Add or Deduct for each 
Percentage of discount 


6 " Bury.$ 309.00 

6 " variation in trench depth.$ 9.25 

from included parts list. ^ 










M.D?--’ A. '%J^ Vv i-Jk. Ji i'ij Ji^i 

DEPARTMENT OF PURCHASES 
Number One Main St,, Ft. Wayne, Ind, 46802 
INVITATION 

OuotutthMU, »ul>}wit to tho eondltloo* on ib« roren, b*itot, nr* rxiUMtod on Ui, following Uit of 
matwrUln. nipitUoa. oqulpmwt or oarrloM, for tli« department aa mentioned, with delivery to deetlnatloa 
ej ahown Wow. Qnotatlone ehall Include all ehargee for deli very, pacVlost, eta . Addrme your reply ae 
indicated below,* 

«r«;^n^iir4r‘to ae,.., A.C. Lord 423-703 7 DEPARTMENT OF PU RC HA S E S 
Room 470^ Number One Main St,, Ft, Wayne, Ind, 46802 
REQUmED~FQR DELI^RY TO: . ' 


Department 
or Division- 

Address_ 


Water Maint. & Service Dept. 
. 4 i. Wallace STT; 

Fort V7ayne, Indiana 


Paget- 

Ref. No,_ 

Date-—_ 

Date wanted 


: oL 

402 


Fund 

Appropriation No. 


RETURN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 
Closing Friday, October 29th, 1976 at 10:30 A.H. 

Time of Bids________ 

TAXES: THE OTT 13 EXEMPT FROM FEDERAL EXCISE AND INDIANA STATS SALES TAX. THE CmT’S INDIANA SALES TAX EXEMPTION 
CERTIFICATE NUMBER IS NO. MM8. PRICES SHOULD NOT INCLUDE THESE TAXES. Se, 'TaetrueUoaa to Bidder," No. 10 on rwreroe b«rM>f for dotaib.' 

TAXEXEMPT (Unless otherwise indicated) , 


Fire Hydrants 


Uatarlale. SappUee, Bonipment 

Specifications 


or SM-rite, 

Attached. 


UMt Total 

Price A «r ie an t 


Estimated usage for Jan. thru June of 1977 - 75 hydran is 


The enclosed non-collusion affidavit must be properly 
executed and returned as part of your bid. 


We require a guaranteed firm price for the period Jan. ^ 

thru June of 1977, and delivery to our yard within 30 
days notification of release. This v/ill not be a one 
time purchase. It is anticipated tliat release quantit.es 
will be 25 to 30 hydrants per release. 


Your parts list, v/ith discounts, must accompany your 
bid. 


A blanket purchase order v;ill be issued to the success 
full company, after necessary Councilmanic Approval, 
and the hydrants are to be delivered only upon issuanq 
of departmental purchase orders. 


—TPerformance Bond 


Bid Bond required 0 □ -- 

See Inetrueiton Item No. IS on rmree aine oereoi. 

Tei^a-_2_% cash discount if paid within_22_days from delivery and acceptance of goods or completion of aervices. 


PROPOSAL OR BID 


In complUnce with the »bove InrlUUon for bW* And enhjeet to nil condition, thereof, .the underehmed ofteri nnd narm, IfJ^ bid be .«e*.^f>»*d wlthU _ - 

•liv* from fUtc of cic«lDjrs to famish an^.or ftH'of th# Itmu or render eueb Mrricee upon wbluh prices nr» quoted. In neoordnnee with tbo nppbios nnd ni tb« 

jrlft# ofrpoelU eneh Item. /C ^_ 

Delivery of any or all of the items or completion of services indicated shall be made withiniL^days from receipt of order*?B 

TtyrpnTiT’ATJT IISS?* A» dellrerr m*» b, * deoldln* f««tor In the nwnrd of »• order, m« ImporUnt th«» bWdwfS 
UVirUNXArHX furnleh the informetion rwioeetwi eNrm. 

Sian Hemi 


r 


n 


Kennedy^ Valve Mf ^. Co., ![nc 


L 


J 


Anthony “C'VTe ’ Soclo, Sf. 

AUdrem 


Name of Ocenpeny 

S^cretary^.. 
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FIRE HYDRANT SPIilCIFICATIOWS 
Section D - Fire Hydrants (Mains) 


Fire hydrants used in the construction of water mains shall 
be of the traffic type and shall be made in accordance with the 
latest revisions of the American Water Works Association Standards, 
designation 0502} shall have a six (6) inch mechanical joint bell 
inlet at the base and all jointing accessories in accordance with 
Section A-4a of these standards; shall open by turning left 
(counter clockwise); shall have a minimum valve opening of five 

(5) inches; shall be equipped with 0-ring packing, one and one-half 
(1-1/2) inch pentagon operating nut, one four and one-half (4-1/2) 
inch pumper and two (2) two and one-half (2-1/2) inch hose connec¬ 
tions, all on the slane, and having National Standard Fire Hose 
threads of four (4) threads and seven and one-half (7-1/2) threads 
per inch, respectively; and a ground line flange and shall be 
painted Federal Yellow. 

The fire hydrant barrels shall be of sufficient length ao as 
to connect with the hydrant leg, attached to the water main, and 
so the ground line flange is not less than two (2) inches or more 
than six (6) inches above the finished grade of the adjacent area. 

Each fire hydrant shall be installed with a six (6) inch 
mechanical joint valve between it and the main to which it is 
connected. There shall be a twenty four (24) inch nipple of six 

(6) inch pipe between the valve and the hydrant. The following 
fire hydrants, or approved equals, are the only fire hydrants 
which will be accepted for use in connection with water main 


installations: 



BRAIH) NAME 


CATALOG NO 


Kennedy 

K-IOD 

American - Darling 

B-62B 

Traverse City 

H-l-H 

Uatorous 

WB-6 7 

Mueller 

A-419 


ESTIMATED USAG)3 - 75 


Hydrant Traffic Type 5* 6" Bury.S 296.70 

Add or Deduct for each 6" variation in trench depth.$ 6.50 

Percentage of discount from iricluded parts list., .. , 10 









DEPARTMENT OF FUKCHAbES 

Number One Main St., Ft. Wayne, Ind. 4680^ 
INVITATION 

Qw)t»Uonj. to tb* eondltloo* on tbo r»r«r« wr* r«ivmU<i on th* following of 

•uppUofc ognlpmwt or »«nrle«.. for tho doimrtni.nt u in*ntton»d. with dilivtrr to Jortlnatlon 
m nhown bolow, QuoUUon. «h»ll Includ. nil cbnraM for dollvory. paoVlng, tto . Addrw* your r*ply M 
IndicatMi b«)ow.* 

iiiwoUwinnd ft.c. Lord 423- 703 7 DEPARTMENT OF PURCHASES 

>ndene*. to Att. . . .—— 

Room 470, Number One Main St._^ Ft . Wayne, Ind. 46802 


EQUIRED FOR DELIVERY TO: 

epartment \Jater Maint. & Service Dept, 

r Division— 


■ ' 4ib ' .K. ~ Wallace - S '- f.- 

Fort Wayne, Indiana 


i’age- 

Bef. Na- 

Date—— 


Date vnmted . 


Fund 

Appropriation No.. 


RETURN ORIGINAL TO THE CITY — RETAIN DUPLICATE COPY FOR YOUR FILS 


Closing Friday, October 29th, 1976 at 10:30 A.M. 

.’ime of Bids— - 


TAXEXEMPT (Unless otherwise indicated)■ 


HatorUl.. SappliM. Eq«lj»M 


Fire Hydrants - Specifications Attached. 

Estimated usage for Jan. thru June of 1977 - 75 hydran 

The enclosed non-collusion affidavit must be properly 
executed and returned as part of your bid. 

We require a guaranteed firm price for the period Jan. 
thru June of 1977, and delivery to our yard within 30 
days notification of release. This will not be a one 
time purchase. It is anticipated that release quantit 
will be 25 to 30 hydrants per release. 

Your parts list, with discounts, must accompany your 
bid. 

A blanket purchase order v/ill be issued to the success 
full company, after necessary Councilmanic Approval, 
and the hydrants are to be delivered only upon issuanc 
of departmental purchase orders. 


(283.50 ?21,262.50 


NO- 

Bid Bond reqnired 0 
Terms: Net 30 d; 
Tei^ma s- % casj 


_ Perfomnance Bond 


B,. InttTUrtlon Ifimi Now 1* on iwnw »W» b«rw)f. 

ih cIiMOunt if paid within^ —days from delivery and acceptance of goods or completion of aervicea. 


PROPOSAL OR BID 

, ..._xubjoot to all eondltloni th 

aU- of tb* itwu or r«ad*r (ucb avuriec* o 

ran ofth, 


J 


Wat erous Comp ajriy.. 


Stnitli M,Jnne8ota55075 , 
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FIRE HYDRANT SPi;CIFICATIONS 
Section D - Fire Hydrants (Mains) 

Fire hydrants used in the construction of water mains shall 
be of the traffic type and shall be made in accordance with the 
latest revisions of the American Water Works Association Standards, 
designation C502} shall have a six (6) inch mechanical joint bell 
inlet at the base and all jointing accessories in accordance with 
Section A-4a of these standards; shall open by turning left 
(counter clockwise); shall have a minimum valve opening of five 

(5) inches; shall be equipped with 0-ring packing, one and one-half 
(1-1/2) inch pentagon operating nut, one four and one-half (4-1/2) 
inch pumper and two (2) two and one-half (2-1/2) inch hose connec¬ 
tions, all on the slane, and having National Standard Fire Hose 
threads of four (4) threads and seven and one-half (7-1/2) threads 
per inch, respectively; and a ground line flange and shall be 
painted Federal Yellow. 

The fire hydrant barrels shall be of sufficient length ao as 
to connect with the hydrant leg, attached to the water main, and 
so the ground line flange is not less than two (2) inches or more 
tlian six (6) inches above the finished grade of the adjacent area. 

Each fi're hydrant shall be installed with a six (6) inch 
mechanical joint valve between it and the main to which it is 
connected. There shall be a twenty four (24) inch nipple of six 

(6) inch pipe between the valve and the hydrant. The following 
fire hydrants, or approved equals, are the only fire hydrants 
which will be accepted for use in connection with water main 


installations 
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BRAND NAME; 

Kennedy 

American - Darling 
Traverse Ci°?y 
Datorous 
Mue1lor 

ESTIMATED USAGE - 75 


CATALOG NO. 

K-lOB 

B-62B 

II-l-M 

WB-67 

A-419 


Hyarant Traffic Type 5- 6" Bury. “'■SJ . 

Add or Deduct for each 6" variation in trench depth 
Percentage of discount from included parts list,... 


^ 283.50 each 
$ 6.00 
, net_% 


FOR PARTS ONLY: 


Jlus Freight 











TITLE OF ORDIWICE special OEIIIHAMCE - city utilities Purchase Order 8371 
DEPARH'HfT REQUESTING ORDINANCE board of public works 


SWIOPSIS OF ORDIMANCE Bids were received in the Purchasing Department for supplyin g 
75 Fire Hydrants for use in the Water Maintenance & Service Department for period of 
December 31, 1976 to June 30, 1977. six bids were received as follows; . 


Cooper Distributing Co. 


$21,161.25 


Waterous Manfacturing 


21,262.50 


Kennedy Valve 


22,252.50 


Traverse City 


23,175.00 


Treaty Company 


23,356.50 & 22,057.50 


Clow Corporation 


35,625.00 


Award is made to Cooper Distributing Company on City Utilities Purchase 


Order B-8371 


■ l-tL 


amount of $282.15 Per meter for possible total of $21,161.25^ 


Meters will be ordered as need.ed i 


^Tabulation a^td-b^d docume w- ts attachf it)- 


EFFECT OF PASSAGE predetermined supplier for fire hydrants as need 


EFFECT OF NQ’I-PASSAGE Purchasing in small quantities as needed, making 


r higher cost 


F0'1EY KWOLVED (Direct costs, Expekditures, Savings) cost to water utility 

hydrants are ordered; 


ASSIGNED TO CQ'TIITTEE 


















































